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Date and results of general medical inspection pre-
scribed in paragraph 10.

10. The control-book must be at the disposal of the
inspector of labour (paragraph 139 of the regulation of
industry) as well as the competent functionaries of the
Medical Service.

12. The preceding- requirements will come into force on
12th January 1906.

Instructions follow concerning lead, indicating the
signs and manifestations of plumbism ; then the preventive
measures to take to avoid its attacks.

These German regulations are unequalled in detail, and
all the requirements which they contain are the product
of the purest logic and the most profound knowledge
of the question treated, as well as the results to be
expected from it. It shows a spirit of deliberation, re-
flection, and of real competence on the part of the persons
who collaborated in its study ; contrary to the French Act,
so incoherent, made first of all in haste, revised, re-
modelled, worked at for eight years, and none the better
for all that, neither as regards clearness or the integ-
rality of its application, for it leaves such a vast field, too
vast to annoying- interpretations and to evasions facilita-
ting its non-observation.

THE SWISS ACT
Following up the report of the Commission nominated
for the examination of the draft of the Act elaborated
by the Council of State, and which this Commission